SANCTUARY 
ST.  BERNARD'S  ROMAN  CATHOLIC  CHURCH 

240  WATER  STREET 

FITCHBURG,  MASS. 
On  August  22,  1869,  Bishop  John  J.  Williams  of  Boston  blessed 
the  cornerstone  of  the  present  St.  Bernard's  Church,  and  Rev. 
JamesFittonpreachedthe sermon. The  first  Moss  was  celebrated 
by  the  Pastor,  Rev.  Cornelius  M.  Foley  on  Christmas  Day,  1 869. 
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